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CONFIDENTIAL PARIS 17583 

US OECD 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, RO, US 

SUBJ: US KLYSTRON TUBE TO ROMANIA IL-L558 

REF: COCOM DOC. (77) 399 

1 . FRENCH AND ITALIAN DELS RESERVED ON REFCASE AT COCOM 
MEETING 6/L4. FRENCH DEL NOTED THAT THERE WAS A DIS- 
CREPANCY BETWEEN THE STATEMENT IN PARA. 3 REFDOC THAT 
KLYSTRON IS DESIGNED TO OPERATE WITHIN THE RANGE 

OF FROM L8 TO 26 GHZ AND THE DATA SHEETS WHICH INDICATE 
A 35 GHZ FREQUENCY. HE REQUESTED CLARIFICATION ON THIS 
FOINT. 

2. ACTION REQUESTED: APPROPRIATE INSTRUCTIONS FOR 
REPLY TO FRENCH QUESTION. 

KATZ 
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